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Inspection Detail 

Case Status: CLOSED 

Inspection: 1308820.015 - John Deere Des Moines Works 


Inspection Information - Office: Iowa 

Nr: 1308820.015 

Report ID: 0751910 

Open Date: 
04/09/2018 



John Deere Des Moines Works 




825 Sw Irvindale Dr 
Ankeny, IA 50023 

SIC: 


Union Status: Union 



NAICS: 333111/Farm Machinery and Equipment Manufacturing 



Mailing: Po Box 1595, Des Moines, IA 50306 




Inspection Type: 

Referral 




Scope: 

Partial 

Advanced Notice: 

N 


Ownership: 

Private 




Safety/Health: 

Safety 

Close Conference: 

04/11/2018 


Emphasis: 

P:Amputate, N:Amputate, 
S:Amputate 

Close Case: 

05/18/2018 


Related Activity: 

Type 

ID 

Safety 

Health 


Referral 

1314377 

Yes 



Case Status: CLOSED 


Violation Summary 


Serious 

Willful 

Repeat 

Other 

Unclass 

Total 

Initial Violations 

1 





1 

Current Violations 

1 





1 

Initial Penalty 

$10,600 

$0 

$0 

$0 

$0 

$10,600 

Current Penalty 

$10,600 

$0 

$0 

$0 

$0 

$10,600 

FTA Amount 

$0 

$0 

$0 

$0 

$0 

$0 


Violation Items 


# 

ID 

Type 

Standard 

Issuance 

Abate 

Curr$ 

Init$ 

Fta$ 

Contest 

LastEvent 


1 . 

OlOOl 

Serious 

19100212 A01 

05/01/2018 


$10,600 

$10,600 

$0 


Z- Issued 


Accident Investigation Summary 

Summary Nr: 104702.015 Event: 02/28/2018 Employee Catches Fingers In Clamp And Amputates Two Fingerti 

On February 28, 2018, an employee was trimming the ends off of two 4 inch by 4 inch square stock steel tubes using a Marvel Manufacturing Company Model 
2125 Vertical Band Saw with PC3 Touch Screen Controller and caught three of her fingertips from her left hand between the steel tubes and the clamp. The 
employee amputated two fingertips and was hospitalized. 


Inspection 


Keywords: caught in, steel tube, bandsaw, amputation, amputated 

Degree 


Occupation 


Nature 







Machinists 


1 

1308820.015 



Non Hospitalized injury 

Amputation 
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